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The ability to employ effectively an active sonar system in the littoral 
regions is of great interest to the United States Navy. Time-varying multipath 
propagation introduces significant problems that must be overcome in the 
employment of shallow water active sonar. The phenomenon of time-reversal 
acoustics (TRA) has provided hope for a solution to this problem by undoing 
much of the multipath spreading without the need to have knowledge of the 
environment in these littoral regions. When an active sonar return is time- 
reversed (phase-conjugated in the frequency domain) and retransmitted, this 
second signal focuses in time and space back at the original source location. 

This thesis investigates the phenomenon of TRA as it applies to an 
idealized shallow water environment. Numerical modeling was performed for a 
variety of source and target apertures and ranges. Results demonstrate a 
significant enhancement in received active sonar signal strength due to the TRA 
acoustic field focusing effect. Furthermore, the signal strength enhancement 
remains significant even when the source to target range changes between 
active sonar transmissions. 

The results presented In this thesis demonstrate that the use of TRA may 
provide substantial signal to noise ratio improvements over current active sonar 
systems. Further modeling and real world experiments could ultimately lead to 
the development of a practical active TRA sonar system. 
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I. INTRODUCTION 



The United States Navy has in recent years focused its attention on the 
shallow water littoral regions of the world’s oceans. These regions present a 
multitude of problems in the effort to effectively employ active sonar systems. 
Time-varying multipath propagation is one of the more significant problems 
encountered. It has been shown that the acoustic phenomenon of time reversal 
can minimize this problem in applications relating to underwater communication 
(Abrantes, 1999 and Smith et al, 2000). This has provided hope that time- 
reversal acoustics could improve the effectiveness of active sonar systems in 
these shallow water regions. This thesis studies the effects of time-reversal 
acoustics as it relates to active sonar system applications. 

In order to study the applicability of time-reversal acoustics to an active 
sonar system, both computer modeling and experimental work are required. This 
thesis exclusively uses computer modeling to study the time-reversal 
phenomenon. Various scenarios were simulated using a very accurate and 
highly computationally Intensive acoustic propagation model. These scenarios 
all involved determining the signal return from an active sonar transmission that 
reflected off a target. The scenarios differed in target range, target size, target 
movement, and source/receiver aperture. 
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The measure of effectiveness used in this thesis to determine the 
advantages of time-reversal methods was minimum pulse transmission loss. A 
comparison was made between the minimum pulse transmission losses for a 
single pulse return from a target and for a time-reversed transmission return from 
the same target. While other measures of effectiveness could reasonably be 
used, this one provides a real sense of the improvement in signal strength due to 
time-reversal methods. 

This thesis is presented in five chapters. This introduction has laid out the 
basic problem that the remainder of the thesis will attempt to address. The 
second chapter lays the groundwork for the theory behind time-reversal 
acoustics. It first explains the time-reversal phenomenon in a visually intuitive 
manner, and then rigorously derives the underlying mathematical equations that 
govern time-reversal acoustics. The third chapter Introduces the acoustic 
propagation model used for this work, the Monterey-MiamI Parabolic Equation 
(MMPE) model. The parabolic equation is derived starting from the Helmholtz 
equation, and the concept of reciprocity is Introduced. Methods for solving and 
implementing the parabolic equation are then presented. Finally, a description of 
the MMPE model Including its inputs and outputs Is given. The fourth chapter 
presents the results obtained from the simulations run for this thesis. This 
chapter compares the time arrival structures of a pulse reflected off a target and 
a time-reversed transmission return off the same target. Results are presented 
for various aperture sizes, target ranges, and for stationary targets as well as 
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targets which have moved. The final chapter offers conclusions based on the 
results given in Chapter Four. The argument will be made that a sonar system 
that employs time-reversal acoustic methods can enjoy significant advantages 
over conventional sonar systems. 
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II. THEORY OF TIME REVERSAL ACOUSTICS 



This chapter will present the theory behind the development of a time 
reversal acoustics (TRA) system. The theoretical development will be presented 
in two sections. The first will provide a visual understanding of the process of 
time reversal acoustics. Using the notion of the ocean as a black box filter, this 
section will show how the ocean can be used as an autocorrelator without 
knowing the details of the ocean environment. In the second section, the 
mathematical foundations of TRA will be presented, starting from the principles of 
the Helmholtz equation and reciprocity. 

A. VISUAL DEMONSTRATION OF TRA 

To visualize the process of time reversal acoustics, consider the following 
ocean environment with the propagation paths as shown in Figure 2.1. In this 
simple example considering only point sources and receivers, there are only 
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three propagation paths between source and receiver/transmitter. A pulse 
transmitted from the source at arbitrary time will arrive at the receiver at three 

distinct times, due to the three different propagation path lengths. This is shown 
in Figure 2.2. At the receiver, the signal is recorded and reversed in time. This 
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time 


transmitted impulse signal 


received signal 



Figure 2.2 



time-reversed signal is then transmitted from the receiver/transmitter back into 
the ocean. The retransmitted signal consists of three distinct impulses 
corresponding to the three arrivals at the receiver. Each of these impulses 
propagates back toward the original source along the three possible propagation 
paths. Thus, a total of nine impulses are received back at the original source. 
Three of these nine impulses will arrive at exactly the same time- the three 
impulses that traveled back along the path that corresponds to the path the 
signal traveled when it was first received. The three impulses that arrive at the 
same time combine to form a pressure peak that is significantly higher than the 
originally received signal. The other six impulses are also detected back at the 
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original source, and appear as sidelobes next to the higher peak pressure as 
shown in Figure 2.3. 

Another important factor to note is that the retransmitted signal amplitude 
was assumed to have been normalized back to the maximum amplitude available 
from the source. Thus the SNR gain realized after TRA is a product of two 
factors, the signal amplitude addition due to the combination of received signals 
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Figure 2.3 



from various multipath propagations and the increase in energy in the 
retransmitted signal! Only the highest pressure peak received was normalized 
back to the maximum amplitude available from the source; all others were scaled 
proportionally. The difference in magnitudes of the received impulses results 
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from the difference in spreading, absorption, and boundary interaction losses 
suffered in the various paths. 

B. MATHEMATICAL DERIVATION 

For use in the mathematical derivation, consider the ideal waveguide 
shown in Figure 2.4. This waveguide has a pressure release surface and a rigid 
bottom. The coordinate system is as shown, with the horizontal axis from o to o' 
being the reference axis for propagation, and the vertical axes z and 

measured positive in the downward direction. The relationship among the 
coordinates is given by z' = z and r' -R-r. 




The foundation for the theoretical development of time reversal acoustics 
(TRA) comes from two important sources, the Helmholtz equation and the 
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principle of reciprocity. The Helmholtz equation, or frequency domain wave 
equation, is given by 

[V^ +*2(2)]G(r,z|z_5,fi;) = -J(r)5(z-Z^) (2.1) 

where k{z)-^^ is the acoustic wavenumber for a waveguide with sound speed 
c{z) 

c(z), o) = 2t^ \s the angular frequency corresponding to the acoustic frequency 
/ , and G(r,z\z^,o)) is the frequency dependent Green’s function at location (r,z) 
due to a source at (r = 0,z = z^). This Green’s function can be interpreted as a 

representation of an impulse response produced by a point source at range r = 0 
and depth z=z^, measured by a point receiver at range r and depth z. From 

this, it has been shown (Jensen et al., 1994) that the Green’s function satisfies 
the principle of reciprocity given by 

I 7^,co) = p(?j)GCr^\?jM- (2.2) 

In words, the acoustic field function measured at a given point rj due to a point 

source located at point F is the same as the acoustic field function measured at 

r due to a point source located at r., scaled by the densities of the medium at r 
s j s 

and F.. For purposes of this development, the medium is homogenous and this 
leads to reciprocity of the acoustic field function alone, 
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(2.3) 



G(r.\r^,w) = G{r^\r.,co). 

This is an extremely important result that is critical to TRA. The acoustic 
signal that arrives at a given array element has been modified by the 
environment between source and receiver; essentially, the environment acts as a 
transfer function. When each element of the array then transmits back the time 
reversed signal, the signal is modified in a reciprocal way and the signal received 
at the original source no longer contains the effects of the environment. Because 
of reciprocity, the effect of environment on the structure of the received signal is 
greatly reduced. It should be noted that this Is true only if the environment is 
static. If the environment changes between transmissions the transfer functions 
will not be matched, and the received signal will not be identical to the original 
signal. The difference between transmitted and received signals will be related 
to the amount of change in the environment between transmissions. For 
relatively minor changes, which are expected over short time periods in an ocean 
environment, the difference between transmitted and received signals is 
expected to be relatively small. 

A good illustration of this principle is the effect of multipath propagation. 
Consider a point source and a vertical array some distance away, as shown in 
Figure 2.5. The signal received at the array has multiple arrivals due to the many 
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paths the signal can take. The direct path signal arrives first, followed by other, 
longer paths. For simplicity. Figure 2.5 shows only two paths. After the signal is 
received at the array It Is time-reversed and retransmitted. This transmission Is 
done in the reverse order of the received signal. In other words the reflected 
path signal, which was received last, is now transmitted first. The direct path 
signal is transmitted last, after a delay equal to the delay between the reception 
of the original signals. The result is a matched filter of the original signal back at 
the original source. It is important to realize that there will be sidelobes present 
at the original source due to the multipath propagation of the time-reversed 
signal. 

In order to solve the Helmholtz wave equation, the method of separation 
of variables may be used (Jensen et al., 1994). The solution to the Helmholtz 
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equation is given in terms of normal modes, or eigenfunctions, which are depth- 
dependent, and Hankel functions, which are range dependent. The far field 
approximation to the solution is given by 



-‘f 



iK r 
m 



where G{r,z\ z^.co) is the pressure field at the point (r,z) due to a point source at 
adjusted so that the pressure at range r = Im is unity, r is the horizontal 
distance from the source, is the normal mode eigenfunction, and is 
the modal wavenumber. The normal mode eigenfunction ^^(z) and modal 
wavenumber are found by solving this eigenvalue problem which has known 



boundary conditions 



^ 2 2 



The normal mode eigenfunctions form a complete set, expressed as 

(Z)^ (Zc) 

^ p(Zg) 

and satisfy the orthonormality condition, expressed as 



(2.5) 



( 2 . 6 ) 



J 






/3(Zo) 



dz = S_ 



0 "'^ 5 ' 

With the Helmholtz equation thus solved, the signal received at the array for a 
given source transmission s(t) can be expressed as (Kuperman et al., 1998) 



(2.7) 
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(2.8) 



p(R,Z;,t) = / G(.R,z ■ I Zn,(o)S((o)e ‘‘^d(0 

where S(co) is the Fourier transform of s(t) . This is the signal that must be time- 
reversed. 

At this point it should be noted that time reversal in the time domain is 
equivalent to phase conjugation in the frequency domain. This is due to the time- 
reversal property of the Fourier transform. Assuming a signal 5(r) is real, 

F[s(t)] = Sico) (2.9) 

then 

¥[s{-t)]= S(-co) = S*{co). (2.10) 

Thus, time reversal is accomplished by a phase conjugation of the signal In the 
frequency domain. 

When the signal received at the array, as expressed by equation (2.8), Is 
time-reversed it becomes 

oo 

p{R,Zj,T-t)= J CKR,Zj\Zy(o)S{(o)e~^^^'^~%(o. (2.11) 

— OO 

This assumes that the received signal Is confined to a time period (0,r) , and 
T>2t. This is necessary to ensure causality. If T < 2r , the signal would in 
effect be reversed before it was received. Going one step further, the time- 
reversed signal can be written 

— oo 

p{R,ZjyT -t)= I G(r,Zj\Zjy-co)Si-a))J^^e ^^{-dco) (2.12) 

oo 

or 
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p{R,Zj,T-t)= J [G*(r,Zj\zj,co)S*i-(o)e^^'^-ie *^d(o. (2.13) 

Now that the signal transmitted by the array back toward the source has 
been determined, the acoustic field generated by the array can be calculated. 

The total field Is a summation of the field due to each element of the array. Since 
G(r\z I Zj,o)) is the acoustic field at the location (r\z) due to a point source at the 

element j , the acoustic field due to the time-reversed signal from element j is 
given by 

P(.r,z I z .,co) = G(r',z\ z .,a))G*(R,z . | z„ . (2.14) 

J J 7 

Summing over all elements, the acoustic field due to the time-reversed signal 
from the array is given by 

P(r',z\ CO) = lG(,r\z I z „C0)G*{R,Z . \ z ^ ,co)S* (co)e*^‘^ . (2.15) 

j ^ ^ ^ 

In the time domain the signal is expressed as 

P(r',z,t) = llG(/,z\z .,co)G*(R,z .\z^,co)S*(a))e‘^'^e~^^deo. (2.16) 

J J ; i 

Employing the principle of reciprocity as expressed In equation (2.3), the time 
domain signal back at the original source is then given by (Kuperman et al., 

1998) 

P(/?,z^,r) = — \ zj.ct))g^,(Hz^\Zj,co)dt']xs(t" -t + T)}dt" (2A7) 
(2;r) j 



14 



where \zy(o),g^,{R,z^ \zyCo) and sit'^-t + T) are the time domain 

representations of the Green’s function and the original signal. The effect of 
time-reversal acoustics is seen in equation (2.17); the Green’s function is 
correlated with itself! As pointed out by Kuperman et al., 1994, this is a form of 
matched filtering, with the filter matched to the transfer function of the ocean from 
the source to each element in the array. This matched filtering provides a 
temporal focusing effect. 

The time-reversal transmission of the array also produces a spatial 
focusing effect. The acoustic field due to the time-reversed field from the array is 
given by equation (2.15). Equation (2.17) provides the far field approximation to 
the Helmholtz equation. Combining these two equations yields 



P{r\z,(o) = ~ 






.(2.18) 



If the assumption is made that the array has sufficient elements to adequately 
sample all modes, then the summation over j in equation (2.18) can be 
approximated by an integral, and equation (2.18) becomes 

i{K r-KR) 

mn 0 

Applying the orthogonality property of the normal modes and evaluating at the 
source range (r' = R) gives 



P(R,z,C0) ~ S (co)e ^ p(z )Sf!RK ■ 
m ^ m 



(2.20) 
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Using the fact that the normal modes form a complete set, as expressed by 
equation (2.6), and the assumption that is essentially constant over the 



contributing modes leads to 



P{R,z,(o) 



SttRK ^ piz^) 
m ^ 



( 2 . 21 ) 



and 



P{R,z,(o) 



SziRK 



S(z-z^). 



(2.22) 



The delta function on the right hand side of this equation shows clearly the 
vertical focusing effect at the source range. One important assumption used in 
the derivation of equation (2.22) is the closure property of the modes, which 
requires all modes to be adequately sampled by the array. For arrays with small 
apertures this focusing effect will not be as pronounced. Abrantes (1999) 
showed that a good quality of focus could be achieved even with relatively small 
aperture arrays. This thesis will expand upon the work of Abrantes (1999) and 
attempt to determine the quality of the focusing effect In an active sonar system 
applicable to submarine use. 
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III. NUMERICAL MODELING METHODS EMPLOYED 



This chapter provides a background understanding of the principles 
involved in modeling acoustic propagation using a parabolic approximation to the 
wave equation, and a description of the model actually used in this thesis, the 
Monterey-Miami Parabolic Equation (MMPE). This information will be presented 
in four sections. The first section will derive the form of the wave equation used 
by the MMPE propagation model, and explain in mathematical terms the physics 
behind the parabolic approximation. Next, the method of implementation of the 
parabolic approximation, known as the split-step Fourier (SSF) algorithm, is 
described. In the third section, the details of input and output of the MMPE are 
shown. Finally, the last section explains how the MMPE calculates the time 
arrival structure of a signal. It is this time arrival structure which will constitute 
the majority of the data presented in the next chapter. 

A. PARABOLIC APPROXIMATION TO THE WAVE EQUATION 

Tapper! (1974) first introduced the general form of the parabolic 
approximation to the wave equation that is employed in the MMPE. In order to 
arrive at this approximation, let the time-harmonic acoustic field be represented 
by 

P{r,z,^,ca) = p{r,z,^)e~^^ (3.1) 
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in cylindrical coordinates. The use of cylindrical coordinates is especially useful 
in shallow water acoustics since the acoustic propagation is primarily horizontal 
with limited vertical propagation. Substituting Equation (3.1) into the wave 
equation produces a cylindrical coordinate version of Equation (2.1), 



index of refraction, Cq is the reference sound speed, and c(r,z,<^) is the acoustic 

sound speed. This right hand side of this form of the Helmholtz equation is the 
source function, a point source at location (r = 0,z = z^) . This point source has a 

reference level Pq , which Is defined as the pressure amplitude at a reference 

distance of 1 m. The environment Is incorporated Into the equation through the 
c(r,z,^) term. 

This form of the Helmholtz equation can be simplified by defining 



This term accounts for the cylindrical spreading that dominates the propagation, 
and when substituted into the Helmholtz equation yields 




{r,z,<t>)p = -4;zPqJ(^ - x^) (3.2) 



where =-^ is the reference wavenumber, «(r,z,^) = 

U Cq 



^0 

is the acoustic 

c(r,z,(Z>) 




(3.3) 




(3.4) 
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The final term in Equation (3.4) is neglected since it drops off as 1/r^. The 
second term in Equation (3.4) affects the azimuthal coupling between radials. 

This term is generally small and is ignored to arrive at the uncoupled azimuth 
approximation. 

With the final term of Equation (3.4) ignored, the resulting Helmholtz 
equation can be factored by introducing the operator 

P =4- (3.5) 

op ^ ' ' 

and 

+ f + 1)1/2 (3 6) 

where 



2 1 <?2 

f = «2_iand//=-^^. (3.7) 

Then the homogeneous form of the Helmholtz equation (3.2) becomes 

= (3-8) 

The outward propagating field can be factored by defining 

"=2;^/^. (3.9) 

The factor is included to ensure the proper initial condition of the starting 
field and for power conservation. It is also assumed that there Is weak range 
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dependence in the environment, and thus the commutator is 



negligible. With these conditions, the outgoing wave satisfies 




(3.10) 



or 




(3.11) 



Equation (3.1 1) completely describes the forward propagating acoustic energy in 
the waveguide when backscattered energy is considered negligible. This is the 
parabolic form of the acoustic wave equation, and it is the starting point for all PE 
acoustic models including the MMPE. The difference between PE models lies in 
the method of solving this equation. Ultimately, the differences result from the 
development of various approximations to the pseudo-differential operator 

B. NUMERICAL SOLUTION 

The method of solution employed by the MMPE recognizes the fact that 
the acoustic field can be decomposed into two terms. The first is a slowly 
modulating envelope function, and the second is a phase term that oscillates at 
the acoustic frequency. The envelope function is also called the PE field function 
y/{r,z,(l>)y and is defined as 




(3.12) 



or 
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(3.13) 



This definition of the PE field function is scaled such that ai r= R^, \ y/\=l and 

IpN^o- 

When this expression is substituted into the Helmholtz equation it 
produces 

^ = -ik^yr + = -ik^H^pV . (3.14) 

where 



H =l-e =T +U 
op op op op 



(3.15) 



is a Hamiltonian-like operator that defines the evolution of the PE field function in 
range. The operators on the right side of Equation (3.15) are defined as 

°P k^ *2 ^2 ^2 

and 



= -(«-!), (3.17) 

introduced by Thomson and Chapman (1983). This approximation is known as 
the wide-angle parabolic equation (WAPE) approximation. This approximation 
has proven highly accurate for angles of propagation up to 40 to 70 degrees, 
depending on environment type (Chin-BIng et al., 1993). 

In solving the WAPE approximation to the parabolic equation, the MMPE 
model uses a split-step Fourier (SSF) algorithm (Hardin and Tappert, 1973). 
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Because the parabolic equation method utilizes a first order differential equation 
version of the wave equation, the SSF algorithm can implement a non-iterative 
marching solution method. This method applies the operator in the z- 

domain and the operator in the /:^-domain in order to integrate the solution 

in range. These operators are defined in their respective domains as 

and 

( 3 . 19 ) 

With these operators defined, the marching algorithm calculates the PE field 
function iff{r,z) from 



-ik^l^rU (r,z) {r,k ) 

</(r + Ar,z) = e V{e ^ <>P ^ [F~l(r(r,z))]} . (3.20) 

where F and F~^ are the normal and inverse Fourier transform operators, 
respectively. This expression for the PE field function y/ is then inserted into 
Equations (3.13) and (3.1) to produce time-harmonic solutions to the PE field. 

For broadband signals, the SSF algorithm solves for the PE field for a set of 
discrete frequencies evenly spaced throughout the bandwidth of interest. 
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C. MONTEREY-MIAMI PARABOLIC EQUATION (MMPE) MODEL 

The MMPE model (Smith, 1996) is a follow on to the University of Miami 
Parabolic Equation (UMPE) model (Smith and Tappert, 1993). This model is 
primarily a research model, and Is widely used for acoustic propagation 
simulations at the Naval Postgraduate School. All modeling performed in this 
thesis was accomplished using the MMPE model, with slight variations described 
later. The following paragraphs describe the basic usage of the MMPE. 

The MMPE is written in FORTRAN, and requires the presence of seven 
input files. The main input file, "pefiles.inp", defines the other six input files and 
determines such basic parameters as total range and depth, range step, and 
reference sound speed. The other six input files allow the user to input 
environmental data for the water column and two distinct bottom layers, as well 
as for source characteristics. 

For the environmental data, the user can input the sound speed profile 
and the bottom bathymetry for the main water column, a sediment layer, and a 
deep layer. If only two layers are desired, the deep layer can be defined deeper 
than the maximum computational depth to exclude it from the model. The 
bathymetry can be as finely resolved as desired. Additionally, the user can Input 
many other range dependent parameters, including sound speed, sound speed 
gradient, shear speed, shear attenuation, compressional attenuation, and 
density. The user supplied source data includes the center frequency, 
bandwidth, number of frequencies within the bandwidth, and the source depth. 
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The model allows for two types of sources, point sources or vertical line array 
sources. 

The output of the MMPE model is a matrix of PE field function values, 
corresponding to the range/depth grid of interest for each discrete frequency. 
MATLAB files have been written (Smith, 1996) to process the data into desirable 
outputs. A full explanation of how to implement the MMPE model as well as a 
copy of the model itself can be downloaded from the World Wide Web at 
http://www.oalib.niit.edu/pe.html . 

For the purpose of this thesis, the MMPE model had to be altered 
slightly. Specifically, provisions were made to incorporate phase conjugation of 
the signal when time reversal was desired. Additionally, a master MATLAB 
program was developed to control several runs of the model in succession, with 
data manipulations between each model run. The manipulations were required 
in order to simulate the reception and reflection/transmission of only a portion of 
the incoming signal. This allowed the simulation of submarine sized objects as 
targets and as sonar sources. For more detail on these variations to the MMPE, 
contact the author or the principal thesis advisor. 

D. TIME ARRIVAL STRUCTURE 

The results that are presented in the next chapter present the time arrival 
structure of the signal at some desired location. This section will present a brief 
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overview of how the MM PE calculates the time arrival structure of an acoustic 
field. 

The MMPE model assumes that the transmitted signal Is a single pulse 
5(0 with spectral shape S{f) , centered at frequency with bandwidth BW . As 

mentioned in the previous section, the MMPE model calculates the PE field 
function y/ at each grid location for each of N discrete frequencies. The 
minimum and maximum frequencies used are calculated from and BW using 

(3.21) 

and 

W = (3-22) 

where 

A/ = -^. (3.23) 

The time arrival structure for a given location requires the Fourier 
transform of the pressure field defined by Equation (3.13). Considering the 
whole pulse spectrum, Equation (3.13) can be rewritten as 

p(r,z,f) = PQiJ^V^(r,z,/)S(/)e^(^'' (3.24) 

'2jjf 

with . By integrating over frequency, the time arrival structure can then 

U c 
^0 

be determined using 
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(3.25) 



p{r,z,t) = P^ 






27Tf 

Since kf. = — ^ , the phase factor in the above equation becomes 
° ^0 



e 0 



Thus, the arrival time is expressed in reduced time, T , defined as 

T = (3.26) 

where t is the travel time of the pulse. Evaluating the full Fourier transform from 
- / to + / requires large transform sizes, which Is extremely 

computationally intensive. So the MMPE model heterodynes the signal such that 

integration over only the bandwidth is required. Specifically, 

, BW 

[B 2 

p(r,z,T) = P„-j-^ / ¥{r,z,f'+f)S{f' + f)e~'^^'^df' (3.27) 

’ -BK. 

2 



ilTf T 

where /' = f - ^nd p(r,z,7’) = p{r,z,t)e ^ . The addition of the phase 



factor in the above equation can easily be accounted for later. The time step 
involved is simply calculated from 



+ 1 BW 

such that the duration of the time window is given by 



(3.28) 






(3.29) 
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One final factor to consider is the choice of N, the number of discrete 
frequencies evaluated by the MMPE model. Since N is also the transform size it 
is computationally much more efficient to choose an N that is a power of two, 
which allows use of superior FFT algorithms. Additionally, since multipath 
propagation stretches the transmitted pulse In time, N must be large enough to 
prevent a wrap around effect. This wrap around effect is caused by a pulse 
elongation greater than the time window. Thus, N should be chosen sufficiently 
large to ensure the time window is long enough. 
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IV. RESULTS 



This chapter presents the results of six different model simulations run at 
various source-to-target ranges. These simulations were designed to study the 
applicability of time-reversal acoustics to active sonar. In general, active sonar is 
used to locate, localize, or track a target. In order to accomplish this, an acoustic 
signal is transmitted into the water, reflects off of the target, and returns to the 
original source. If the return signal strength is sufficiently high, such that it can 
be recognized above background noise, then a detection is made. Time-reversal 
acoustic methods could aid in this process by increasing the return signal 
strength. In the time-reversal method, the acoustic signal that reflects off of the 
target and returns to the source is received and reversed In time. For modeling 
purposes this time reversal is accomplished by phase conjugation in the 
frequency domain, as explained in Chapter 11. This time-reversed signal Is then 
amplified back up to the maximum amplitude of the original transmission, 
retransmitted, and reflected off of the target. Because of the focusing effect of 
time-reversal acoustics and the increased energy put into the water with the time- 
reversed transmission as described in Chapter II, this second signal returns with 
a significantly higher signal strength. 

The simulations performed for this thesis consisted of two types. First, the 
source-to-target range was held constant and the apertures of both the target 
and receiver array were varied. Second, the apertures were fixed at a practical 
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size and the target was allowed to move between transmissions. The signal 
enhancement due to the time-reversal process was determined in each case by 
comparing the minimum pulse transmission loss of the time-reversed signal 
return to that of the original transmission. 

A. MODEL SIMULATION DATA 

The model simulations performed for this thesis all used the same 
environment. This environment was an isovelocity, flat bottom, range- 
independent ocean waveguide. Specific data for this environment is shown in 
Table 4.1. This environment was chosen for Its simplicity; however. It should be 
noted that other more complicated environments have been demonstrated to 
possess the same TRA focusing properties as the simple environment used here 
(Abrantes, 1999). 



Water sound speed 


1500 m/s 


Bottom shear speed 


0.0 


Bottom depth 


100 m 


Bottom shear attenuation 


0.0 


Bottom sound speed 


1800 m/s 


Center frequency 


1000 Hz 


Bottom density 


2 g/cm^ 


Bandwidth 


500 Hz 


Bottom compressional 
attenuation 


0.0 


# of frequencies 


1024 



Table 4.1 
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For each model simulation, a point source at a depth of 40m transmitted a 
pulse that propagated downrange to a target. The pulse transmitted had a center 
frequency of 1000 Hz with a 500 Hz bandwidth. This source data is also 
presented in Table 4.1 . The target spanned the full water column for Run One, 
and was a 10m target centered at 40m depth for all subsequent runs. Upon 
reaching the target, the signal was reflected back to the source where it was 
received by some finite sized array. For Runs number One and Two, this array 
spanned the entire water column. Runs Three through Six used a 10m array 
centered at the original source depth of 40m. The signal received by this array 
was then time-reversed by phase conjugating the acoustic field function in the 
frequency domain. As discussed in Chapter II, the maximum amplitude of this 
time-reversed signal was increased to 0 dB to match the amplitude of the 
originally transmitted pulse. This signal was then transmitted by the array and 
reflected off the same target. For Runs One through Three the target remained 
at a fixed range from the source. For Runs Four, Five, and Six, the target moved 
closer by 500m, 1km, and 1.5km, respectively. These Runs are summarized in 
Table 4.2 below. The results of these simulations are shown in the following 
sections. 
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Run# 


TRA arrav aperture 


Taraet aperture 


Taraet ranae&movement 


1 


Full water column 


Full water column 


Fixed at 5,10,and 15 km 


2 


Full water column 


10m 


Fixed at 5,10,and 15 km 


3 


10m 


10m 


Fixed at 5, 10, and 15 km 


4 


10m 


10m 


Target closes 0.5 km 


5 


10m 


10m 


Target closes 1 km 


6 


10m 


10m 


Target closes 1.5 km 



Table 4.2 

B. CONSTANT RANGE, VARIABLE APERTURE SIMULATIONS 

1. Full Water Column Target, Full Water Column TRA Array 

The source pulse transmitted in Run One was reflected off of a full water 
column target at ranges of 5, 10, and 15 km. The return signal was received by a 
full water column array, time-reversed, adjusted to a maximum of 0 dB, and 
retransmitted. A comparison of the return signal strength from the original pulse 
and the time-reversed signal is shown in Figure 4.1 for a source to target range 
of 5 km. 
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It is interesting to note the multipath structure, which is evident in the 
upper panel of Figure 4.1 as well as following figures. A great deal of energy 



from the original pulse is manifested in these multipath structures between 6.65 



Transmission Loss (dB re 1m) 




5.8 6 6.2 6.4 6.6 6.8 7 7.2 7.4 7.6 




Time (sec) 

FIGURE 4.1 : Run One, 5-km range. Upper panel is the return signal from the 
original pulse. Lower panel is the return from the time-reversed transmission. 

and 7.6 seconds. In the lower panel of this figure, the multipath structure is 
mostly undone by the time-reversal process. A large portion of the energy that 
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4 







m 



had gone into the multipath structure from the original pulse has now focused at 
the original source depth in the TRA case. 

The original signal arrived back at the source with a minimum pulse 
transmission loss (TL) of 66 dB re 1m. The time-reversed signal had a TL of 22 
dB re 1m. This represents a signal level Increase of 44 dB. As explained in 
Chapter II, this signal increase is a result of two factors. First, the time-reversed 
signal focuses the energy that was previously spread over time and depth to a 
small point, significantly increasing the returned signal strength. Second, more 
energy is transmitted In the time-reversed signal than in the original pulse 
because the signal is stretched out in time. The signal increase of 44 dB is 
artificially high due to the fact that the full column array can generate much more 
power than a point source could. This is taken Into account in Figure 4.1 and all 
subsequent figures by limiting the instantaneous total power output of the array 
to that generated by a single point source. Initially, this was done by simply 
dividing the instantaneous total power of the array by the number of elements in 
the array. However, it was determined that this was a poor measure to use since 
certain elements contribute much more to the overall power of the array than 
others. Thus, a measure of “effective number of elements” was calculated by 
dividing the power transmitted from the element with the highest output by the 
total power output of the array. Then the instantaneous total power of the array 
was divided by this effective number of elements to simulate the instantaneous 
power output of a point source. For instance, if element i had the highest power 
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output in the array of N elements, the effective number of elements would be 
calculated by 



(eff# elements) 

N 

Note that the energy put into the water by the array is still much higher 
than that put in by the point source. This is due to the much longer pulse length 
of the TRA signal, and is one of the advantages of time-reversal acoustics. The 
adjusted TL for the time-reversed return is almost 40 dB re 1m. This is still an 
increase in signal strength of over 26 dB. 

The comparison of returned signals for the 10-km case is shown in Figure 
4.2. The original pulse reflected off of the target and returned with a minimum TL 
of 72 dB re 1m. The time-reversed signal returned with a TL of just over 29 dB re 
1 m. That is a signal increase of over 42 dB. After accounting for the extra power 
that the full column array could generate, the TL of the time-reversed signal was 
47 dB re 1 m, which is a signal increase of approximately 25 dB over the original 
return. For the remainder of this discussion, only the normalized value for the 
total power output of a point source will be stated. Both values will be presented 
In a summary table. 

Also of note in the upper panel of Figure 4.2 is the apparent signal 
received around 12.4 seconds. This is the result of a wrap-around effect 
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FIGURE 4 . 2 : Run One. 10-km range. Upper panel is the return signal from the 
original pulse. Lower panel is the return from the time-reversed transmission. 

experienced when converting between the frequency domain and the time 
domain. In later figures this wrap-around effect becomes more prominent; it 
does not affect the numerical results presented in this section at all. 

Figure 4.3 compares the return signals for a range of 15 km. Here, the 
original pulse returned to the source with a TL of 75 dB re 1m, while the time- 
reversed signal had a TL of 47 dB re 1 m. So the signal increase over the original 
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Transmission Loss (dB re 1m) 




19.2 19.4 19.6 19.8 20 20.2 20.4 20.6 20.8 21 

Time (sec) 

FIGURE 4.3: Run One. 15-km range. Upper panel is the return signal from the 
original pulse. Lower panel is the return from the time-reversed transmission. 

pulse return was 28 dB. Also notice the focal region has lost some of its vertical 
tightness as the range has increased. This is because the higher modes are 
being more heavily attenuated at longer ranges due to boundary interactions. 

2. 10m Target, Full Water Column TRA Array 

The target aperture was reduced to 10m in Run Two. Again, the source 
pulse was reflected off of the target at ranges of 5, 10, and 15 km. Also as in 
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Run One, the return signal was received by a full water column array. After time- 
reversing the signal and adjusting the maximum amplitude to 0 dB, the signal 
was transmitted back toward the target. Figure 4.4 shows both the return from 
the original pulse and the return from the TRA signal for a source to target range 
of 5 km. 



Transmission Loss (dB re 1m) 
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FIGURE 4.4: Run Two. 5-km range. Upper panel is the return signal from the 
original pulse. Lower panel is the return from the time-reversed transmission. 
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The minimum TL of the original pulse transmission was 77 dB re 1m. For 
the TRA signal, the minimum TL was 65 dB re 1 m. This Is still a signal 
enhancement of almost 12 dB. Also note the multipath structure in the upper 
panel of Figure 4.4. This structure Is not as crisp as the structure shown In 
Figure 4.1 where the target spanned the entire water column. Additionally, the 
return from the time-reversed signal now contains significantly more sidelobe 
structure than It did In Figure 4.1 . Since the target aperture was only 10m In Run 
Two (and all further Runs), only the portion of the multipath structure which 
interacts with the target is undone by the time-reversal process. The sidelobe 
structure that is seen in the lower panel of Figure 4.4 Is the generally symmetric 
structure that Is predicted in Chapter II. 

The upper panel of Figure 4.4 also contains some sidelobe structure 
between 6.4 and 6.6 seconds. This is a result of the transformation of the signal 
from the frequency domain to the time domain. Because the target had a 10m 
aperture that did not taper off at the ends, the FFT that is performed to calculate 
the time-arrival structure produces sidelobes. This is a mathematical anomaly 
and is not a physical phenomenon. 

The comparison of returned signals for the 10-km case is shown in Figure 
4.5. The original pulse reflected off of the target and returned with a TL of almost 
84 dB re 1m. The time-reversed signal returned with a TL of 70 dB re 1m, which 
is a signal increase of almost 14 dB over the original return. 
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FIGURE 4.5: Run Two. 10-km range. Upper panel is the return signal from the 
original pulse. Lower panel is the return from the time-reversed transmission. 



Figure 4.6 compares the return signals for a range of 15 km. Here, the 
original pulse returned to the source with a TL of 83 dB re 1 m, while the time- 
reversed signal had a TL of 67 dB re 1 m. So the signal Increase over the original 
pulse return was almost 16 dB. 
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FIGURE 4.6: Run Two. 15-km range. Upper panel is the return signal from the 
original pulse. Lower panel is the return from the time-reversed transmission. 



3. 10m Target, 10m TRA Array 

In Run Three, the time-reversal array aperture was reduced to 10m, 
centered at the source depth of 40m. Thus, the source pulse reflected off of a 
10m target and was received by the 10m TRA array. The received signal was 
time-reversed, adjusted to a maximum of 0 dB, and retransmitted. Again, the 
target remained at fixed distances of 5, 10, and 15 km. Run Three represents 
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the most realistic scenario so far for real world application. Modern submarine 
targets are on the order of 10m, and 10m arrays can reasonably be employed. 

Figure 4.7 shows the return signal from the original pulse compared to the 
return from the TRA array transmission for the 5-km target range of Run Three. 



Transmission Loss (dB re 1m) 
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FIGURE 4.7: Run Three. 5-km range. Upper panel is the return signal from the 
original pulse. Lower panel is the return from the time-reversed transmission. 

Note that the upper panel, showing the return from the original point source 
transmission, is exactly the same as the upper panel of Figure 4.4. The only 
difference between Run Two and Run Three is the aperture of the TRA array. 
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The return from the original pulse was again 77 dB re 1 m, just as it was in 
Run Two. The return from the TRA transmission 62 dB re 1m. This is a very 
significant signal increase of 15 dB. 

Figure 4.8 shows the comparison of original return to TRA return for the 
10-km case. The return from the original pulse had a TL of 84 dB re 1m, just as 
it did in Run Two. The return from the TRA transmission was over 65 dB re 1 m. 
This signal strength improvement of more than 1 8 dB is greater than the 1 5 dB 
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FIGURE 4.8: Run Three. 10-km range. Upper panel is the return signal from the 
original pulse. Lower panel is the return from the time-reversed transmission. 
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improvement seen in the 5-km case. This is due to the fact that at 5 km the 
modes have not fully separated, but by 10 km they have. With the modes fully 
separated more energy is put into each individual mode, and more focusing is 
achieved at the target. 

It is interesting to notice that the return signal focuses at the source depth 
of 40m and also at a deeper depth of about 83m. The TL at the 83m depth is 
actually lower than that at the source depth by just over 2 dB. This second focus 
occurs only for the 10-km simulations and is a phenomenon that would probably 
not occur in more general, depth-dependent environments. 

The 15-km case is shown in Figure 4.9. Here, the original pulse return 

had a 

TL of 83 dB re 1 m, while the TRA return had a TL of 67 dB re 1 m, for a signal 
enhancement of 16 dB. This is also greater than the enhancement seen in the 5- 
km case because the modes have fully separated. However, it is less than the 
enhancement from the 10-km case, where the modes were also fully separated, 
because of attenuation of the higher order modes. Table 4.3 summarizes the 
results of Runs One through Three. Note that the TRA signal return becomes 
less clearly focused both vertically and temporally as the range to target is 
increased and as the aperture size Is reduced. 
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FIGURE 4.9: Run Three. 15-km range. Upper panel is the return signal from the 
original pulse. Lower panel is the return from the time-reversed transmission. 
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Run # 


Source-taraet 

ranae 


Oriainal min 
Dulse TL fre 1m^ 


TRA min Dulse 
TL ( re 1 m) 


Sionai 

Enhancement 
Total Normalized 


1 


5 km 


66 dB 


40 dB 


44 dB 


26 dB 


1 


10 km 


72 dB 


47 dB 


42 dB 


25 dB 


1 


15 km 


75 dB 


47 dB 


45 dB 


28 dB 


2 


5 km 


77 dB 


65 dB 


34 dB 


12 dB 


2 


10 km 


84 dB 


70 dB 


36 dB 


14 dB 


2 


15 km 


83 dB 


67 dB 


36 dB 


16 dB 


3 


5 km 


77 dB 


62 dB 


29 dB 


15dB 


3 


10 km 


84 dB 


65 dB 


33 dB 


19 dB 


3 


15 km 


83 dB 


67 dB 


29 dB 


16 dB 



Table 4.3 
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C. CONSTANT APERTURE, VARIABLE RANGE SIMULATIONS 

Runs One, Two, and Three compared the signal return from a point 
source transmission to the signal return from a TRA array transmission with fixed 
source-to-target ranges. The effects of changing target aperture and TRA array 
aperture were explored. Fixed source-to-target ranges are of practical interest 
since submarines operating in shallow water do not move at high speeds, and a 
likely target is a slow moving diesel submarine. However, it is important to 
realize that the range will not remain exactly constant. Therefore, the effect of a 
change in source-to-target range was explored in Runs Four, Five, and Six. 
These three Runs followed the same general method Run Three, with one 
exception. After the original pulse reflected off the target and was received by 
the TRA array, the target moved closer before the TRA signal transmission. 
Target movements of 500 m, 1 km, and 1 .5 km were simulated in the three Runs. 
All other parameters remained the same as those in Run Three. 

1. 5 km Initial Target Range 

The signal return from the original point source transmission for a 5-km 
range has already been shown in Runs Two and Three. This signal had a TL of 
77 dB re 1 m at the receiving aperture. The signal return from the TRA 
transmission for the 5-km range had a TL of 62 dB re1m. Figure 4.10 shows this 
TRA signal return in the upper panel. In three separate simulations, the target 
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was moved closer by ranges of 500m, 1 km, and 1 .5 km. The signal return of the 
TRA transmission for each of these simulations is shown in the second, third, 
and fourth panels, respectively, of Figure 4.10. 

When the target moved 500m closer to a range of 4.5 km, the return 
signal TL was 72 dB re 1 m, for a signal enhancement of almost 5 dB over 
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FIGURE 4.10: 5-km range. Upper panel is the return signal from the TRA 
transmission with a stationary target. Second. Third, and Fourth panels are the 
return from the time-reversed transmission after target range decreased by 
500m. 1 km. and 1 .5 km. respectively. 
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the original return of 77 dB re 1 m. This is much lower than the 1 5 dB 
enhancement realized when the target did not move between transmissions, but 
it is still a significant increase. For the case where the target moved closer 1 km, 
the return signal TL was 74 dB re 1m. This yields a signal enhancement of just 
under 3 dB. Finally, when the target range decreased by 1.5 km the signal return 
was 69 dB re 1m, which is an improvement in signal strength of over 7 dB. This 
is larger than the improvement seen when the target moved shorter distances. 
This is due to the sidelobe property of the TRA focus. With a movement of 1 .5 
km, the target had shifted to a position with a higher sidelobe level. 

2. 10 km Initial Target Range 

The signal return from the original point source transmission for a 10-km 
range has also already been shown in Runs Two and Three. This signal had a 
TL of 84 dB re 1m at the receiving aperture. The return from the TRA 
transmission for this range had a TL of 65 dB re 1 m. Figure 4.1 1 shows this TRA 
signal return in the upper panel. The target again was moved closer by ranges of 
500m, 1 km, and 1.5 km in three simulations. The signal return of the TRA 
transmission for each of these simulations is shown in the second, third, and 
fourth panels, respectively, of Figure 4.11. 

When the target moved 500m closer, to a range of 9.5 km, the return 
signal TL was 76 dB re 1 m. This represents a signal enhancement of 8 dB. 
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Again, this signal increase is much lower than the 18 dB enhancement realized 
when the target did not move between transmissions, but it is still a significant 
increase. For the case where the target moved closer 1 km, the return signal TL 
was 78 dB re 1m, giving a signal enhancement of just under 6 dB. 



Transmission Loss (dB re 1m) 




Time (sec) 

FIGURE 4.1 1 : 10-km range. Upper panel is the return signal from the TRA 
transmission with a stationary target. Second. Third, and Fourth panels are the 
return from the time reversed transmission after target range decreased bv 
500m. 1 km. and 1 .5 km. respectively. 
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Finally, when the target range decreased by 1 .5 km the signal return was 
79 dB re 1m, which is an improvement in signal strength of 5 dB. Thus, the 
power-adjusted signal enhancement drops significantly when the target range 
changes between transmissions, but the drop is not radically different for a 
relatively wide spread of range changes. 

3. 15 km Initial Target Range 

For the final source-to-target range considered, 15 km, the signal return 
from the TRA transmission with a stationary target is shown in the upper panel of 
Figure 4.12. This is the same signal return that was shown in Runs Two and 
Three. This signal had a TL of 83 dB re 1m at the receiving aperture. The signal 
return from the TRA transmission was 67 dB re 1 m. Once again, the target was 
moved closer by ranges of 500m, 1 km, and 1.5 km. The signal return of the 
TRA transmission for each of these simulations is shown in the second, third, 
and fourth panels, respectively, of Figure 4.12. 

For this case, the movement of the target 500m closer is the smallest 
percentage range change considered in this thesis. When the target moved 
500m closer the return signal TL was 75 dB re 1m, for a signal enhancement of 
almost 8 dB. Again, this is much lower than the 16 dB enhancement realized 
when the target did not move between transmissions, but it is still a significant 
increase. For the case where the target moved closer 1 km the return signal TL 
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FIGURE 4.12: 15-km range. Upper panel is the return signal from the TRA 
transmission with a stationary target. Second. Third, and Fourth panels are the 
return from the time reversed transmission after target range decreased bv 
500m. 1 km. and 1.5 km. respectively. 



was 78 dB re 1 m, giving a signal enhancement of just under 5 dB. Finally, when 
the target range decreased by 1.5 km, the signal return was 77 dB re 1m, which 
is an improvement in signal strength of 6 dB. This enhancement is larger than 
that seen when the target moved 1 km, but less than the Improvement when the 
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target moved only 500m. Again, this variability of signal enhancement with 
different target range movements can be attributed to the sidelobe structure of 
the TRA focus. The results of Runs Four through Six are summarized in Table 
4.4. 



Initial 
source- 
taraet ranae 


Ranae 

chanae 


Oriainal 
min Dulse 
TL fre ^m) 


Min TRA Dulse 
TL fre 1m) after 
movement 


Sianal 

Enhancement 
Total Normalized 


5 km 


.5 km 


77 dB 


72 dB 


19 dB 


5dB 


5 km 


1 km 


77 dB 


74 dB 


17 dB 


3dB 


5 km 


1.5 km 


77 dB 


69 dB 


21 dB 


8dB 


10 km 


.5 km 


84dB 


76 dB 


22 dB 


8dB 


10 km 


1 km 


84 dB 


78 dB 


21 dB 


6dB 


10 km 


1.5 km 


84 dB 


79 dB 


19 dB 


5dB 


15 km 


.5 km 


83 dB 


75 dB 


21 dB 


8dB 


15 km 


1 km 


83 dB 


78 dB 


18 dB 


5dB 


15 km 


1.5 km 


83 dB 


77 dB 


19 dB 


6dB 



Table 4.4 
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V. CONCLUSIONS 



The modeling performed in this thesis compared the signal strength of an 
active sonar return using TRA methods to the strength of the return from a single 
pulse. In the first set of simulations the range between source and target 
remained fixed at either 5, 10, or 15 km, while the apertures of the target and 
TRA array were varied. 

In the first of these fixed range runs, the target and the TRA array 
spanned the entire water column. The resulting temporal focusing from the TRA 
array provided a signal enhancement of over 26 dB for the 5-km case. This best 
case enhancement is testament to the fact that time-reversal acoustics does 
indeed work, and it stands as a reference point for further comparisons. With the 
same target and TRA array, the range was increased to 10 km and then 15 km. 
For these cases the signal enhancement was 25 dB and 28 dB, respectively. 
Range does not appear to play a dominant role in determining the signal 
enhancement due to time-reversal acoustics. This is due to the simplistic 
environment with no bottom loss used in the modeling. The signal enhancement 
would normally be expected to degrade at longer ranges due to attenuation of 
higher modes. 

When the target was reduced to a 10-m target and the TRA still spanned 
the entire water column, the signal enhancement for the 5-km case was reduced 
to 12 dB. The signal enhancements for the 10-km and 15-km cases were 14 dB 
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and 16 dB, respectively. This data suggests that target aperture is very 
important in determining the amount of signal enhancement TRA can provide. 
Again, the difference in enhancement between the ranges is not particularly 
significant for this environment. 

In the last of the fixed range runs, both the target and the TRA array had 
apertures of 10 m. The signal enhancements for the 5, 10, and 15-km cases 
were 15 dB, 18 dB, and 16 dB, respectively. Once again the data support the 
conclusion that range is not the determining factor in TRA signal enhancement. 
The most interesting point about the data, however, is that the signal 
enhancement for this case is actually slightly better than the enhancement 
realized when the TRA array spanned the entire water column. Note that this 
data is adjusted to account for the excess power generated in the array as 
compared to a point source, as described in Chapter IV. The fact that the signal 
enhancement is greater for the 10 m TRA array can be explained by realizing 
that the portion of the water column that was sampled contained a lower average 
energy than the average energy contained in the entire water column. Thus, the 
boosting of intensity up to 0 dB for the time-reversed signal added more to the 
limited aperture TRA array than the full water column array. 

The second set of simulations run for this thesis held the apertures 
of both the target and TRA array fixed at 10 m and varied the range of the target 
between transmissions. The initial range of the target was again 5, 10, and 15 
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km. This time, however, the target moved closer to the source by 500 m, 1 km, 
or 1.5 km between the initial reflection and the TRA array transmission. 

For the case where the target was initially at a range of 5 km, the 
signal enhancement found in the fixed range case was 15 dB. When the target 
moved 500 m closer between transmissions, the enhancement decreased to only 
5 dB. This is a drastic reduction; however, a 5 dB enhancement is still a 
significant signal improvement. When the target moved by 1 km the 
enhancement was 3 dB, while for a target movement of 1 .5 km the enhancement 
was 7 dB. It is interesting to note that the enhancement was greatest when the 
target moved the most. The large drop from the stationary target case suggests 
that the TRA focus in range is very sharp. The fact that enhancement was 
greater for the largest movement is consistent with the fact that the TRA focus 
has sidelobes. 

When the target was initially at 10 km, the fixed range 
enhancement was 18 dB. Again, there was a significant drop In signal 
enhancement when the target moved between transmissions. For target 
movements of 500 m, 1 km, and 1.5km, the signal enhancements were 8 dB, 6 
dB, and 5 dB, respectively. While these enhancements are much lower than the 
fixed range enhancement of 18 dB, they are still significant signal improvements. 

Finally, when the target was at an initial range of 15 km, the fixed 
range enhancement was 16 dB. The signal enhancements for target movements 
of 500 m, 1 km, and 1.5 km were 8 dB, 5 dB. and 6 dB, respectively. The 500 m 
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target movement represented just 3.3% of the range between source and target, 
the smallest percentage change studied in this thesis. The 8 dB drop in signal 
enhancement for that case further supports the conclusion that the TRA focus is 
very narrow in range. 

The signal enhancement for the fixed source-to-target cases did not 
change drastically for the different ranges examined. It Is interesting to note, 
however, that the return signal level for these cases was lowest for the 5 km 
case, but was higher for the 10 km case than for the 15 km case. One possible 
explanation for this Is that the modes are not fully separated at a range of 5 km, 
but they are by 10 km. However, the higher modes are attenuated more severely 
by the 15-km range. 

Another important feature to draw out of the data Is the presence of 
sidelobes, which are predicted by the theory developed in Chapter II. These 
sidelobes have a significant effect on the signal enhancement when the source- 
to-target range changes between transmissions. 

The use of a TRA array provides a dramatic increase In return signal 
strength. This is especially true when the source-to-target range is fixed, but is 
also true when this range changes between transmissions. Since the range 
would not change radically in the time between transmissions in a real world 
scenario, a TRA sonar system may provide a significant advantage. The 
modeling in this thesis demonstrated that signal enhancements on the order of 
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15 dB for the fixed range case, and 5 dB for a moving source/target case can be 
expected for this simplistic type of environment. 

Further study is needed to determine how sensitive the TRA signal 
enhancement is to more realistic environments, range changes, and different 
source characteristics such as frequency and bandwidth. Another area that 
deserves further study is the examination of the properties of the sidelobes 
generated by the TRA transmission. It has been shown In this thesis that 
continued research into time-reversal acoustics is warranted, and could 
ultimately lead to the development of a practical active TRA sonar system. 
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